Approved For Release 20 


IA-RDP81 B0QS79R000900090071 -0 


25X1 A2g 


25X1 A2g 


25X1 A9a 


DISPATCH 0299 

Page 1 of 1 page 
Copy i of 4 copies 

DATE: 31 December 1950 


10 H 

PROM : 

SUBJECT: Contract Verification 


1. Attached hereto is confirming paper-work for 1 each F7100 
Stand, Portable Test, Cost $1064.00. 

2. Test Stand is now carried as GFE Property located at Contractor's 
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